Approved For Release 1999/09/08 B37 B008Z9R000108090009-7 


DPD-2378-61 
17 April 1961 


25X1C4c 


svtontion: I 25x15 


Gentlemen: 25X1C4e 


Reference is made to Task Order No. 3 to Contract vo. 
25x1C4e 


fhe final cost and property audit of this task order has been 
submitted to this office by the Project Auditer. Costs 4n the amount 
of $27,194.99 have been approved under the Task Order subject to 
your submission of the following: 


1. Contractor's final release. 

2. Contractor's assignment of refunds, rebates and eredits. 
3. Contractor's patent and royalties reporta. 

kh, Contractor's final invoice. 


25X1A1a 


Tt is requested that the above documents be prepared and sub- 
mitted to this office at your earliest convenience in order that the 
Task Order may be closed. 


The Project Auditor has advised that the property listed below 
was acquired under the Task Order and was in hand upon completion of 
the work: 


Lea. Power Supply C881M, LAMBDA 
L ea. Power Supply C480M, " 
1 ea. Power Supply C481M, " 
1 ea. Power Supply Cc8@1M, * 


25X1A1a 


Please advise whether the above constitutes all residual pro- 
perty resulting from performance of Task Order No. 3. Accountability 
25X1C4e for this property is to be maintained under Master Contract No. 
25X1A9a 
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